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November 27, 1967 


LEONARD A. WATSON (1030-1960) 
ELLIS W. LEAVENWORTH (1030-10301 


(AREA CODE 212) 

6S3-4220 

cable address “WATSOLAW- 


’Hil3.1ips, Ormonde, LePlastrier 
and Kelson 

37-41 Queen Street / 

Melbourne Cl, Australia / 

Re: Philip Morris Incorpi^wf^ed 

Australian Patejj;fe’'‘^pln\ No. 41,^4 
Our File 582 j 0 ^¥^ AustraULa \ 


Dear Sirs: - \ 

In ans\«r to youri le\ter of January 11, 1967, we 

have followiiTg comment^to make with regard to the out- 


stanfling Officd Act^ 


slating to the aboVe-identified 


AustraQ^ian^^^ni^^nt application: 

We note that you can attend to items 1(a) and 1(d) 
without further instructions from us. 

As to item 1(b) , we suggest that ’'as great as" be 


replaced by --of--. 

As to item 1(c), we suggest that the term "nearly 
neutral pH" be replaced by --a pH of about 7--. 

As to the other objections which the Examiner has 
made, we agree to the deletion of the words "about" and 
"substantially" as set forth in 1(f) and 1(g) but we think 


Source: https://www.industrydocuments.ucsf.edu/docs/jrljOOOO 


2026374375 



W L. K & T 


Phillips^ Ormonde, LePlastrier 
and Kelson 


November 27, 1967 


that claim 1 as set forth in 1(e) is fairly based as now 
set forth and that, if the Examiner wishes to adhere to this 
objection, we suggest that he propose suitable language for 


our revxew. 


As to the objection in 1(h), we do not agree with 
the Examiner, A temperature of belojj;about*‘'1:€iii^ is the 
proper way to set forth a temp€^ture am to limi\ the 
temperature range to 5 to 10^. wot^i^foe an unnecessary 
limitation which w^ul^not'''WoT)Cde applicant with the 


proper 




of protection for his invention. 


/ If you reqH ir , e^„ anv additional comments from us. 


pleases, let us kjftow, 


Very truly yours, 


Howard K. Kothe 


HKK:jk 


AIRMAIL 
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